Message 


From: Henry, Christopher (SUF) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=EXCHANGE ADMINISTRATIVE GROUP 

(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=CHRISTOPHER.HENRY] 

Sent: 3/6/2012 9:49:11 PM 

To: Corbett, Kate (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Kate.Corbett]; 

Khan, Annie (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Annie.Khan] 

Subject: CW v. |9BH| 


Hey Kate and Annie, 

Just a reminder that this case is scheduled for TRIAL tomorrow, 

I don't have a good sense of whether or not this will go, but I will let you know when I know more. 
Thanks, 

Chris 

Christopher N. Henry 

Assistant District Attorney 

Suffolk County District Attorney's Office 

120 Broadway 

Chelsea. MA 02150 

p - (6.17) 884-2200 

f-(617)884-6021 
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